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1 MAY 1997 


MEMORANDUM FOR: Deputy Director for Administration 
FROM: : Deputy Director of Central Intelligence 


SUBJECT: Approval of Recommendations of Inspector 
General's Report on the Office of Medical 
- Services (OMS) 


1. I have approved reconmendations BI1-B4, Cl-C5, Dl, El and 
FI-F18 of the Inspector General's April 1981 report on the Office 
of Medical Services (OMS), a copy of which has been provided to 
you. Reconmendations B2-B4 and Cl1-C5 require action by you. 
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These recommendations are within your purview. No reports are 
required. 
4 25X1 
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2. I also endorse the reconmendations in the main body of 
the inspection report which are addressed to the Office of 
Medical Services, except that I have directed that we undertake a 
study related to screening procedures as recommended by the 
physician consultant to the inspection. Please ensure that 
appropriate action is taken on them. 


/s/ B. R. Inman 


B. R. INMAN 
Admiral, US Navy 
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